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Work Order ID 
106520 
~ 


September-05-13 
10:43:41 AM 
- -- ~-'---- 
- - = ..-=-==..:.:..... 
.. 


_.~---- 
*1 nRf)?n* 
===~-"I_-~ 
..~-----==- 


Page I 
.-."..~-----------------~~~====~--- 
Item 10: 
D4003-049 


Revision 
10: 
Item Name: 
Tank Vent Line Assembly 


Accept 
*NQ00040100* 
Setup 
Start 
*N~ 1* 


Stop *N~?* 


*NR1* 
*NR?* 
Stop 


Start 
Run 


Date: ----- 


Date: 
_ 


Cust Item 10: 


Customer: 


0.00 


Tooling: 


!ipc (YIN): 


Date: 
_ 


Date: 
--------------------------------------- 
-------- 
-,- ---- 
Set Up/ 
ToollO 
Tool # 
Plan 
Accept 
Reject 
Reject 
Insp. 
Run Hours 
Code 
Qty 
Qty 
Number 
Stamp 
---------_._------------- 
----- 
-------_._ 
..-~-------------j- 
_. 


Memo 


1- Form tube as per dwg D4003 
2- Insert sleeve before flaring 


Start Qty: 
5.00 


Req'd Qty: 5.00 


Operation 
Deseription 


Revision Nbr 
I 
---A------I 
. 
_ 


0.00 
.--- 
;elF 
.s- 
~ 
__ 
[_- -_ 
1~-O7-07 


------- 
- - - 
------- 


• 04003 


110 
*11 ()* 
Small Fab 


Small Fab 


------_. 
------ 
----------- 
-------------------- 
..._--- 


Approvals: 
Process Plan: -f/v--- 


QC: 
. 
_ 


Sequence 
10/ 
Work Center 
10 


Draw Nbr 


Start 
Date: 
9/05/13 


Required 
Date: 9/12/13 


Reference: 


120 
*1 ?()* 
QC 


QC5- Inspect part completeness to step on W/O 


Memo 


0.00 


0.00 
---- 
---- 


Qual ity Control 


130 
*1q()* 
HandFinish 


Hand Finishing 


Chemical Conversion Coal per QSIO05 4.1 


Memo 


0.00 


0.00 


"• 


• 


•\ 


---------~======== 
- ----~--- 
---------------- 
Work Order ID 
106520 


September-05-13 
10:43:41 AM 


Item 10: 
D4003-049 


Revision 
10: 


Item Name: 
Tank Vent Line Assembly 


-~--~------ 
'-- 
--- 
- 


Start 
Date: 
9/05/13 


Required 
Date: 9/12/13 


Reference: 


Start 
Qty: 
5.00 


Req'd Qty: 5.00 
*!)* 
*!)* 


Accept 
*10RFi?O* 


*NQOOOL1.0100* 


Cust Item 10: 


Customer: 


Page 2 


Setup 
Start 
*N~ 1* 


Stop 
*N~?* 


---------------- 
---------_._-------_._------------------_. 


Memo 


Insp. 
Stamp 
'WJ 
__ (J~ito 


*NR1* 
*NR?* 


Reject 
Number 


Stop 


Start 


Reject 
Qty 


Run 


Accept 
Qty 


Date: 


Date: 
. 


ToollD 
Tool # 
Plan 
Code 
Set Upl 
~un Hours 


0.00 


0.00 


Tooling: 


SPC (YIN): 
Oate: 
_ 


Date: 
_ 


Operation 
Description 


QC7-lrispect 
Chemical 
Conversion 
Coat 


Process Plan: 


QC: 
_ 


*1 L1()* 
QC 


Quality Control 


Approvals: 


Sequence 
101 
Work Center 
10 


140 


150 
0.00 
*1 J:\()* 
Small Fab 
Memo 
0.00 


Small rab 
Install nut as per dwg 


160 
QC5-lnspect 
part completeness 
to step on W/O 
0.00 
~ 
*1 A()* 
...,. 


QC 
Memo 
0.00 ~9, lC) 


Quality Control 


---- 
-..f)- -{--- 


s 
------ 


...;)''- 


*1 ()R!1?()* 
Page 3 


Setup 
Start *N~ 1* 


Stop 
*N~?* 


==========-, ======= 


-_"7.:"-'::~;::;;;;:;;'..;;';' 


*Nqnnn4n1 nn* 


- ~- ~._-- - 
.:::::":"""_- 
-:....._--- 
Accept 


, ,-----.::.:-,~- 


Item lD: 
D4003-049 


Revision 
'0: 
Item Name: 
Tank Vent Line Assembly 


Work Order ID 106520 


September-05-13 
10:43:41 AM 
------:--_'-- 
~~=======~~',========~. 


Start 
Date: 
9/05/13 


Required 
Date: 9/12/13 


Reference: 


Start Qty: 
5.00 


Req'd Qty: 5.00 


Cust Item lD: 


Customer: 


Approvals: 
Process Plan: 
_ 


QC: . 
, __ 
, 


Date: 


Date: 


Tooling: 


SPC (YIN): 


Date: 


Date: 


Run 
Start 


Stop 
*NR1* 
*NR?* 


Sequence 
lDl 
Work Center 
'0 


170 
*17f1* 
Packaging 


Packaging 


Operation 
Description 


Identify as per dwg & Stock 
Location: 
"5Tal.J.5 


Memo 


Set Upl 
Run Hours 


0.00 


0.00 


ToollD 
Tool # 
P-Ia-n--A-c-c-e-p-t--R-eJ-'e-c-t--R-e-j-ec-t--'-n-sp-. 
~- 


Code 
Qty 
Qty 
Number 
Stamp 


_5L(~ 


180 
*1 A()* 
QC 


Quality Control 


QC21. Final Inspection - Work Order Release 


Memo 


0.00 


0.00 


Picklist Print 


September-05-i3 
10:43:40 AM 


Work Order!D: 
106520 


Parent 
Item: 
D4003-049 


Parent Item Name: 
Tank Vent Line Assembly 


Start 
Date: 9/05/13 


Start 
Qty: 5.00 


Page 
1 
--r--l- 


Required 
Date: 9/12/13 


Required 
Qt).: 5.00 


Comments: 
IPP rev A 
10.01.05 
newlssuePrelim 
EC 
verificdby:DD 
IPPRevB 
10.05.13 
een 10-562 
EC 
verified by:DD 
IPI'REV:C 
13.04. I 7 
NOW MADE IN HOUSE DD VERF:JLM 


M60611'61'0.500W.035 


6061-1'6 RDTubc .500 x.035W 


Status 
Date 
Issued 
Qty 
Issued 


S'~ 


7.5 
3 
5 


't .. ~- 


___ 
5__ r~ f.3-P-/.:...91 


Qty per Kit 
Total 
Qty 
Bin 
Primary 
Last 
Route 
Unit of 
Qlyon 


Item 
Location 
Location 
Seq ID 
Measure 
Hand 
- - - --_._--~--- 
No 
Each 
30.0000 


Location 
~ 
u.c Code 


STI48 
25 
125"445 
10 


m126474 
15 


STI49 
5 
122265 
j 
- 
No 
f 
115.5300 


~ 
LocOlv 
Loc Code 


MATOl4 
115.53 
121848 
89.18 
4692 
26.35 


No 
Each 
50.0000 


Location 
LocOh'. 
Loc Code 


STII2 
50 
119531 
5 
- 
123900 
15 
ml26275 
30 


Purchased 


Mfgl 
Purch 


Purchased 


Purchased 


Replacement 
Item ID 


MS208I 9-iIP 


Sleeve 


AN818-SD 


Nut 


Component 
Item 101 
Item Name 
~ 


/ 


,---~,_T.-.;----------------~--------------------------------------------------------------------- 


8 
5 
, 


ITEM NO. 
OTY. 
PART NUMBER 
DESCRIPTION 
JOHN CAMERON AVIATION 
.•., 
PART NUMBER 


X 
04003-047 
FUEL PUMP INl.ET PIPE 
JCA-M47.2.16 


2 
1 
04003.7 
FUEL INLET PIPE 


0 
3 
2 
AN618-6D 
NUT 
0 
4 
2 
MS2081UO 
SLEEVE 


c 


• 


2 
(065'20 
c 


04003-047 
FUEL PUMP INLET PIPE 


A 
NEW ISSUE 
''''. 
DESCRIPTION 


R 
H IEAS ED 
10ro -05- 0 5 
Jv{J 


10 02.0~ 
CAre 


A 
~ 
1) MATERIAL: 
N/A 
2) FINISH: 
NJA 
3) TOLERANCES: 
PER 
DART 
aSI 
ate 
UNLESS 
OTHERlJ'I1SE 
NOTED 
4) UNITS: 
INCHES 
UNLESS 
OTHER1AIISE 
NOTED 
5) BREAK 
SHARP 
EDGES: 
0.005 
TO 0.010 
MAX 
6) IDENTIFICATION: 
IDENTIFY 
VIIITH 
DART 
PIN wD4003-04T' 
AND 
BIN USING 
FINE 
POINT 
PERMANENT 
INK MARKER 
7) WEIGHT: 
0.07 
Ibs 


DESIGN 
DART AEROSPACE 
LTD 
A 
ORA_ 
I_~ 
HAW<E$BURY, 
ONT"R10,CAttAOA 
CHECKeD 
DRAVYlNG 
NO. 
-- 
REV. A 


MFG_ APPR. 
04003 
SHEET ~OF (I 


APPROVED 
~ 
TIllE 
SCALE 


DEAPPR. 
1__ ~_ 
LINE 
NT,S 
OATE~--1a 02 05 
__ 
.C:~••,,="~::'::~;,~:'~;~_,-':,.- 
.. 
...,....._--~ 
.•.-:..'":';""'"...:::..':':.-~ ..•.••~ 


8 
6 
3 


'''0:'',, __ 


B. 
7 
6 
5 
• 
J 
2 


ITEM NO. 
QTY. 
PART NUMBER 
OeSCRJPnoN 
JOHN 
CAMERON 
AViATION 
•••• 
PART 
NUMBER 


X 
D4003-049 
TANK 
VENT 
UNE ASSEMBLY 
JCA447.2-17 


2 
04003-9 
VENT LINE 


0 
J 
AN818-8D 
NUT 
0 
• 
M$20819-80 
SLEEVE 


c 


, 


" 


c 


A 


04003-049 
TANK VENT LINE ASSEMBLY 


NOTES: 
1) MATERIAL: 
NIA 
2) FINISH: 
NfA 
31 TOLERANCES: PER DART aSI 018 UNLESS OTHERlNISE NOTED 
4 UNITS: INCHES UNLESS OTHERWISE NOTED 
5 BREAK SHARP EDGES: 0.005 TO 0.010 MAX 
6} IDENTIFICA liON: 
IDENTlFY 
\t'It'ITH DART PIN "04003-049" AND BIN USING FINE POINT PERMANENT INK MARKER 
7) WEIGHT: 
0.11 
Ibs 


DeSIGN 


ORA"'" 
CHECKED 


MFG.APPR. 


APPROVED 
DEAPPR.-.- 


DATE 


R 
ELEASED 
1010-o~ 


REV. A 


SHEET20F 
9 
"'''-' 
NT' 


A 


B 
7 
6 
5 
J 
2 


--------------------------------------------------------,,-----..., 


J 


D 


8 


DART 
AEROSPACE 
PART 
NUMBER 


04003-1 


JOHN 
CAMERON 
AVIATlON 
PART NUMBER 


REF JCA.M47.1-06 


5 
3 
2 


D 


c 


, 


J~~fi 
1==---=--=-----=-----=--=---3-~ 


0.035 
REF 
;1 


017r 
'8'>1' 
, 
48' ~ 


' 
''''xX, 
0.5)0 


RO.56 '<'" 
r 
X 


~48' 
~~: 
---=---=-':'-=---=--'-'I:i 


3.31 --------------- 


04003,1 
INTERNAL 
DRAIN UNE, AFT 
R 
ELIEU ED 
2010-O>~ 


c 


A 
N°tffi~ 
1) 
RIAL: 6061-T6 OR 6061-T62 ALUMINUM TUBING, ~O.25 X 0.035 WAlL THICKNESS 
PER VWV.T.70016 OR AMS 4080 OR AMS 4082 OR QQ-A-200/8 
OR aO-A-22518 
REF 
DART 
SPEC 
5061T6TO,2SOW.035 
2) FINISH: NIA 
3) TOLERANCES: 
PER DART aSI 018 UNLESS 
OTHERINISE 
NOTED 
41 UNITS: INCHES 
UNLESS OTHERWISE 
NOTED 
5 BREAK SHARP EDGES: 0,005 TO 0.010 MAX 
6 IDENTIFICATION: N/A 
7) WEIGHT: 
0.01 
Jbs 


, 
, 
6 
5 


DESIGN 
DART AEROSPACE 
LTD 
A 


DRAWN 
~ 
__ 
H.'.W<ESSURY, 
ONTARIO, CANADA 
"CHECKED 
.- 
DRAW,NGNO 
REV. A 


MFG. APPR. 
I 
I 04003 
SHEET 3 OF 9 
APPROVED 
! _~. 
-ITmE 
SCALE 


DE APPR. 
i 
~ 
ILINE 
NTS 


DATE -10 02-0'5 
.•:.2:'..~-:=:~~=~_ 
... 
.. 
_..••..-_-=::"'.=::=-...:::::.-;.,--- 


3 
2 


.... _. --- 
------------------ 


8 


DART 
AEROSPACE 
PART NUMBER 
04003_3 


7 


JOH.N CAMERON 
AVIATION 
PART NUMBER 


REF JCA-M47-1-15 


6 
5 
3 
2 


D 
E--. -=tt-----------G 


, 
~ 
00.25 


NOM 


D 


c 
1 


0.82 
RO.56 
TVP 


1.87 
3.24 
rr 


299 
I 
REF 


c 


8 
13S°:t1,o.69 
~- 
8 


1.13~ 


5.79 ------------- 


04003-3 
INTERNAL 
DRAIN LINE, FWD 


A 


REV. A 


SHEET" 
OF9 
=1-' 
NT' 


2 


DESIGN 
DART AEROSPACE 
LTD 
DRAWN 
HAWKESBURY, ONTARIO,CANADA 
CHECKED 
ORAv-.mGNO 


MFG.APPR. 
I 
~ 
04003 


APPROVED l'l 
nn.e 
DE APPR. 
---, 
~f-'L~I~N~E~ 
_ 


COl'YIUGHTCI ZI1108'l' tWu .lEROSPAC~ 
LlD 
DATE 
10.02.05 
i ':.'='''::==-'''.:=~'':::.=:'~:'''~'==~ 
---.....-....,....,. ...•. 
, 
3 
4 
5 


NOTES. 
"'i)MA'fERIAL: 
6061.T6 
OR 6061.T62 
ALUMINUM 
TUBING, 
00.25 
X 0.035 
WALL 
THICKNESS 
PER 
WoN-T -700/6 
OR AMS 
4080 
OR AMS 
4082 
OR QQ-A.20018 
OR 
QQ-A-225/8 
REF DART SPEC 6061T6TO.2SOW035 
2) FINISH: 
NtA 
3) TOLERANCES: 
PER 
DART 
QSI 018 UNLESS 
OTHERWISE 
NOTED 
4) UNITS: 
INCHES 
UNLESS 
OTHERWISE 
NOTED 
5) BREAK 
SHARP 
EDGES: 
0.005 
TO 0.010 
MAX 
6) IDENTIFICATION: 
N/A 
7) WEIGHT: 
0.02 lbs 


8 


A 


o 


8 


DART 
AEROSPACE 
PART 
NUMBER 
04003-5 


7 


JOHN 
CAMERON 
AVIATION 
PART NUMBER 


REF JCA-M47-1-10 
, 


35.01 


3 


o 


c 


, 


«JO.50 
NOM 


0.035 
REF 


~9~O. 
45. 


I 
TYP 


00,098 THkU 
56 PL 


0.19 
lYP 


2,88 
REF 


2.78 
REF 


6666666666 
-e-e -e-e -e-e-e-e-e-e 
99999999999 


c 


A 
70JEfi, 
. 
) 
A 
RIAL: 6061.T6 
OR 6061.T62 
ALUMINUM 
TUBING, 
~O.500X 0.035 WALL THICKNESS 
REF 'MN.T.70016 
OR AMS 4080 OR AMS 4082 OR aQ.-A-200/8 OR aQ.A.22516 
REF OAT SPEC M6061T6TO.500W.035 
2) FINISH: 
N/A 
3) TOLERANCES: 
PER 
DART 
OSI 018 UNLESS 
OTHER'NISE 
NOTED 
41 UNITS: INCHES UNLESS OTHERWISE NOTED 
5 BREAK SHARP EDGES: 0.005 TO 0.010 MAX 
6 IDENTIFICATION: NIA 
7) WEIGHT; 
0,17 
Ibs 
. 


8 
7 
6 


04003-5 
FUEL PICK UP LINE 


5 


R 
ELEASED 
2010-OS),p 


~~:_~J[~-I __~~s~~~~~_ 
CHECKED 
I 
DRA~NGNO. 
REV,A 


MFG, 
APPR. 
I 
11.. _04003 
SHEET 5 OF 9 


APPROVED 
I 
A./J 
TITlE 
SCALE 
DEAPPR.-j 
'):-"1 LINE 
NTS 


DATE 
1002 05 --I-:'-_".c:;,.,,:~~~~ 
... 
~~~~.... 
,~. 
'. 
_ ..••.•...."'--"'_ ........,...•",----"".,..." 
-""' 
""" 
__ 
CO 


3 
, 


A 


--------------------------~----,,-, 


8 


DART 
AEROSPACE 
PART NUMBER 
04003-7 


7 


JOHN 
CAMERON 
AVIATION 
PART 
NUMBER 


REF JCA-M47.2.16 
, 
5 
2 


D 


0.035 


REF)E==:E::::::::::::::::::::_:=---+E_:::::E+===::::_ 
==::::::::::-3:3 
1- 
8.56 
I 
/tIO.375 ----------REF 
I 
NOM 


D 


c 


8 
RO.94 
TYP 


1.23 
REF+- 
I 
1.60 


an ---------1 


44".t1. F--- 3.21 ~ ~l 


I 


~ 


04003.7 
FUEL INLET PIPE 


c 
r, 


3.58 
I 
REF 


, 


R 
HEAS ED 


20UJ -05- .tP 


A 
_RIAL: 
6061.T6 OR 6061-T62 ALUMINUM TUBING, <tJO.375X 0.035 WALL THICKNESS 
PER 'VW'J-T-700l6 OR AMS 4080 OR AMS 4082 OR OO-A-20018 
OR 00.A.22518 
REF 
DART 
SPEC 
M6061T6TO.37Sw'035 
'IFINISH: 
CHEMICAL 
CONVERSION 
COAT 
PER 
DART 
aSI 
0054.1 
3 
TOLERANCES: 
PER 
DART 
aSI 
018 UNLESS 
OTHERVVlSE 
NOTED 
4 
UNITS: 
INCHES 
UNLESS 
OTHERWISE 
NOTED 
5 
BREAK 
SHARP 
EOGES: 
0.005 
TO 0.010 
MAX 
. 
6) IDENTIFICATION: 
NfA 
7) 'NEIGHT: 
0.04 Ibs 


a 
7 
, 
5 
3 


DESIGN 
I 
. __ 
DART AEROSPACE 
LTD 
A 
DRA""'_-:~ 
__l. 
HA~S8l.RY, ONTARIO,CANADA 
CHECKED 
I 
~wto/G 
NO. 
REV.A 
MFG.APPR. 
: 
.Ck 
04003 
~6Of9 


APPROVED 
I 
.df£_ 
TTTt.E 
SCALE 
DeAPPR. 
. 
~- 
LINE 
NiS 
-~Cl2UIOIITOtollT"'EROSPACElll,l 


DATE 
10.02.05 
i '::='::-':':::::;:Z:::'.E.::;::=;:;:'" 
, 


6 


DART 
AEROSPACE 
PART 
NUMBER 
04003-9 


7 
JOHNCAMERONA~noN 
PART 
NUMBER 


REF JCA-M47-2.17 
, 
5 
3 
2 


D 


c 


-------6.69 
------- 


~ 
? 
==t 
_6.2,_J 


REF 


0.035 
REF 


~~~,...-7-' 
- ---=W 
"t~0 
I ~ 
~3M50 


~ 
ti.17--------- 


D 


c 


, 


2 


A 
~ 
1) MATERIAL: 
6061.T6 
OR 6061.T62 
ALUMINUM 
TUBING, 
00.500 
X 0.035 
WALL 
THICKNESS 
PER WoN-T-700lS OR AMS 4080 OR AMS 4082 OR aQ-A-2DO/8 
OR aQ-A-225/8 
REF DART SPEC M6061T60.500W.035 
2) FINISH: 
CHEMICAL 
CONVERSION 
COAT 
PER 
DART 
aSI 
005 4, 1 
31 TOLERANCES: 
PER 
DART as! 018 
UNLESS 
OTHERWISE 
NOTED 
.; 
UNITS: 
INCHES 
UNLESS 
OTHERWISE 
NOTED 
5) BREAK 
SHARP EDGES: 
O.OOSTO 0.010 MAX 
6IlDENTIFICATION: 
N/A 
7 WEIGHT: 0.08 Ibs 


6 
, 
--~--~------- 


5 


04003-9 VENT LINE 


3 


RHHSED 
; 
2010-OS-, 


DESIGN 
L 
DART AEROSPACE 
LTD 


DRAWN 
I ir 
HAv.0<ES6U!<Y,ONTARO,CANAOA 


CHECKED 
DRAWING~. 
REV. A 


MFG. 
APPR. 
~ 
04003 
SHEET 7 OF 9 


APPROVED 
: 
_~_ 
Tl11.E 
SCALE 


DE APPR. 
j 
LINE 
NTS 
COPVflI(lI4TO"'GlI'l'l)I,llTloElIOSP"CElm-~ 
. 
OATE 
100205 
I ..,~._, ..--_ 
__ -.."", .. 
.. 
_ 
_......-oo_"'-..~ _..,-.. , 
_ .._.""----,.. 
, 


A 


8 


DART AEROSPACE 
PART 
NUMBER 
04003-11 


JOHN CAMERON AVIATION 
PART NUMBER 


JCA-M<47-2.21 


6 
5 
3 


D 


c 


6.30 


~ 
1.65 
f-- 
90.:t"- 
I 
I-J 
<-135' 
, 
I, 
I, 
I 


9.18 


, 


I, 


I 


8.88 
REF 
, 


1 
1 
8 


c 


D 


iJO.50 
NOM 
0.035 
REF 
~---------9.37 
---------- 


f------------------15.35 


04003.11 
VENT PIPE - TANK 
IlJElu,sen 
n 2010-l1H 5 \IJ 
tI? 


A 


REV. A 


SHEETflOF9 


SCALE 


"'" 


Tfn.E 
LINE 


DART AEROSPACE 
LTD 
HAWKESBURY, 
ONTARIO, CANADA 


DRA'MNGNO. 
04003 


DESIGN 
t-~.' 
DRAWN 
CHECKED 
-" 


MFG. APPR. 
& 


APPROVED 
dft2 
-DEAPPR-.-I~ 


DATE 
10.02.05 


NOTE~ 
~TERIAL: 
6061-T6 OR 6061.T62 ALUMINUM TUBING, $0,500 X 0.035 WALL THICKNESS 
PER WoN--T.70016 OR AMS 4080 OR AMS 4082 OR QO-A-200/8 
OR aO-A-22518 
REF 
DART 
SPEC 
M6061T60.500W.035 
2) FINISH: CHEMICAL 
CONVERSION 
COAT PER DART OSI 005 4.1 
3) TOLERANCES: 
PER DART aSI 018 UNLESS 
OTHERlJIJISE 
NOTED 
4) UNITS: 
INCHES 
UNLESS 
OTHER'MSE 
NOTED 
5) BREAK 
SHARP 
EDGES: 
0.005 
TO 0,010 
MAX 
6) IDENTIFICATION: 
IDENTIFY 
WITH 
DART 
PIN "04003-11~ 
AND 
BIN USING 
FINE 
POINT 
PERMANENT 
INK MARKER 
7) WEIGHT: 
0.11 Ibs 


A 


, 
6 
5 
3 
2 
-----------------_. 
---- 


D 


c 


8 


DART 
AEROSPACE 
PART 
NUMBER 
04003-13 


JOHNCAMERONA~noN 
PART NUMBER 


REF JCA-M47.2-22 
, 
3 
, 


o 


c 


, 
0.035 
REF 


rtJO.375 
NOM 


------------------------ 


-------------1.50 
------------- 


04003.13 
FORWARO FUEL GUTTER LINE 
Il1HIEAS ED 
n 2010-fJ3-)JJ 


8 


A 
N01£f~ 
1) MA 
RIAL: 
6081.Y6 
OR 6061-162 
ALUMINUM 
TUBING, 
01>0.375 X 0,035 
WALL 
THICKNESS 
PER 
WoN.T-70016 
OR AMS 
4080 
OR AMS 
4082 
OR QQ-A-200/B 
OR QQ.A.22518 
REF DART 
SPEC 
M6061T5TO.375W.035 
'IFINISH: 
WA 
3 
TOLERANCES: 
PER 
DART 
aSI 
018 UNLESS 
On-lERWISE 
NOTED 
4 UNITS: INCHES UNLESS OTHER""""SE NOTED 
5) BREAK 
SHARP 
EDGES: 
0.005 
TO 0_010 MAX 
6) IDENTIFICATION: 
N/A 
7) WEIGHT: 0.01 Ibs 


8 


I 
j 


4 


